BELL SYSTEM 
Plant Series 


— TOOL, 433A 


+ TOOL, 434A 


+ TOOL, 435A 


PRACTICES 


CODED TOOLS 
NO. 433A TO 435A 
DESCRIPTION 


Manufacture Discontinued. 


Manufacture Discontinued. 


Manufacture Discontinued. 


Printed In U.S.A. 


SECTION 074-119-101 
Issue 2, September, 1955 
AT&TCo Standard 
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